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Jakiw Palij, a former Nazi concentration camp guard who lived for decades in New York City and resisted deportation for 14 
years, died on Thursday in a retirement facility in Ahlen, Germany. He was 95. 

German officials confirmed the death, according to an American Embassy official. No cause was cited. 

Before investigators traced him to the borough of Queens in 1993, Mr. Palij had lived for decades in anonymity, a Polish-born 
draftsman in one of the most diverse neighborhoods of a city famous for its immigrant communities. 

He had arrived in the United States in 1949 in his 20s, after receiving a visa meant for people left homeless by World War II, 
according to Peter Black, the former chief historian for a Justice Department unit devoted to deporting former Nazis. 
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